Ceracelly Beekeeping gjupplies 
op cae CaF 


Summer Specials 


White Nylon Bee Brush FF 
WAS $4.50-+ GST NOW $3.38 + 25% O Our most popular hive tool 


Stainless Steel Kelly Type 
WAS $20-00-FGST NOW $15.00 +GST 


25% ort 


Budget Stainless Steel = “= E j Small Honey Pricker 

100mm with Yellow AET \i F, WAS $45.90 6ST NOW $34.42 +GST 
Bellow (Dome Top) iis | 

WAS $40-00-FGST NOW $30.00 + GST | 


Large Honey Pricker 


WAS $68.76-+GST NOW $51.52 +GST 


\ 
Rectangle Wooden Handle 28cm 


WAS $30-06- GST NOW $22.50 + GST 


Prees staring eta fist a 


$15.75 + GST each! 
Yellow Plastic Handle 28cm 
WAS $35.00-+-GST NOW $26.25 + GST 


\ 
o% OFF: 
10% oduct E eska 
New E dinar 


HONEY 
Manuka: A Biography of an À f , 
Extraordinary Honey Electric Uncapping Knife 


$27.39 + GST il . WAS $120-00-+ GST NOW $90.00 


25% orf 


(Will Be $30.43 + GST) 


Offers valid until January 31st 2015 or while stocks last 


Bee Escape Boards 


Bee escape boards using 21mm hive mat board: For a 26mm hive mat board add 


$0.50 + GST 
2 Corner Plastic Escape Board $10.50 + GST For 50mm hive: mat hoard add 


Round Metal Escape Board $11.30 + GST $3.46 + GST 

\ Bee escape boards using the 50mm hive 
mat (also called Australian Clearer 
Porter Escape Board $12.85 + GST Board) is the ultimate in clearing bees 


8 Way Escape Board $13.25 + GST f tii i 
Nicot Escape Board $12.55 + GST i ax \ > N 


Round Metal Escape Board $13.50 + GST 


eo Ze 


Round Plastic Escape Metal Round Escape Porter Escape Corner Escape Nicot Escape 8 Way Escape 


Dadant Bee Blower 


The Dadant Bee Blower will remove honey bees from your honey supers quickly and efficiently in any kind of weathTer Comes with blower 
instructions and maintenance manual. Stands on a welded 3 legged base with carry handle. Overall height 570mm. Overall length of blower hose 


2.2 metres. Length of plastic nozzle 350mm. $1200 + GST 
PE 
ny 
fE 
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Honey Filter 


This commercial stainless steel filter can completely filter your honey making it ready for sale. 


Strong 3 piece design offers easy access to perforated stainless steel basket and micron-rated 
filter bag. Filter is 6” in diameter and 15.5” long with 1 4” inlet and outlet. 
“filter bags sold separately 


$987 + GST 


Jars, Containers & Strainers 


Strainer Bags $31.00 + GST 


3 Available in 200, 400. 600, 800. 1000 & 
e Kei 1200 micron 
Poly Jars & Lids Honey Containers & Lids 


250g $0.71 + GST each 500g $0.50 + GST each 
500g $0.81 + GST each IKG $0.79 + GST each 
lkg $1.58 + GST each 2kg $1.55 + GST each 


Discounts on large quantities 6kg $3.20 + GST each 
Amber colour available on 


selected jars Discounts on large quantities Plastic Strainer for 20L Pails 


$15.95 + GST 


Please enquire for more information Available in 200, 400. & 600 micron 


Honey Extractors 


3 Frame Manual Bench Type with Metal Gears $420 + GST 
4 Frame Manual on Legs with Metal Gears $630 + GST 
4 Frame Non Reversible Electric with Eco Motor $1579 + GST 
4 Frame Reversible Electric with Eco Motor $2350 + GST 
6 Frames Tangential Reversible Electric $5700 + GST 
9 Frames Tangential Reversible Electric $6900 + GST 


SB1, SB3, SB4 & HS1B 
Uncappers now available 
and currently in stock. 
Prices starting from 
$4250.53 + GST 


Deboxers also in stock 
Prices starting from 
$3793 + GST 


4 


Please contact us for more information on 
these products 


Honey Pumps 
1 4” S/S Flexible Impeller Pump 


e Suitable to pump honey 
Mounted on stainless steel light 
tubular frame 
Fixed speed 
Forward and reverse switch 
Single phase 1/3 hp motor, max 
10 amp domestic supply 
Output 800kg per hr approx 
Lightweight and portable 


2” S/S Flexible Impeller Pump 


Suitable to pump honey and wax 
slurry or straight honey 
Mounted on 10mm stainless plate 
with rubber “adjusta” 

feet or castors 

Fixed speed or available 
inverter speed control 

(1 phase 220v in 3 phase out) 
2hp, 3ph motor or 2 hp 

1 ph motor 

Output 4-5 tonnes per hr 

approx (honey only) 


9 Frame Basket 


11/2” S/S Flexible Impeller Pump 


Suitable to pump honey 

Mounted on 10mm stainless plate with 
rubber “adjusta” feet or 

castors 

Fixed speed (variable speed 
available) 

Forward and reverse switch 

Single phase 1.5 hp motor, max 10 
amp domestic supply 

Output 2 tonne per hr approx 


21/2” S/S Flexible Impeller Pump 


Suitable to pump honey and wax slurry or 
straight honey 

Mounted on stainless plate with rubber 
“adjusta” feet or castors 

Fixed speed (single phase only) or inverter 
speed control available 

(1 phase 220v 20 amp in 3 phase out) 


e 3hp, 3ph motor 
e Output 6-8 tonnes per hr approx. (honey 


only) 


Varroa Treatment 


Apiguard ® 


Up to 93% efficiency rate 

Works best in warmer temperatures 

Thymol based treatment. Thymol is a natural constituent found in thyme and some honeys 
such as thyme. 

Withdrawal period for honey: 0 days 

Easy to use foil trays, sold in carton of 10 x 50g trays. 

2 trays per treatment per hive. 

Also available in 3kg tubs, & 25g sachets 

Registered in over 36 countries worldwide including such countries as 

Germany, France, Italy, Switzerland, UK and USA. 


Apiguard 25g Sachets 
Easy to use 
Better control over dosage 
Ideal for both commercial 
and hobbyist beekeepers 


Registered as an input for Organic Honey 
Production with AsureQuality New Zealand 


Looking for a TOTALLY ALTERNATIVE treatment in the warmer months then try 
APIGUARD ® 


Apistan ® 


The most effective Varroa Treatment 

The most reliable Varroa Treatment 

The standard against which other treatments are measured 
Registered bee medication in over 50 countries worldwide 


Still a viable treatment option where there is no resistance 

Eliminates up to 100% of all mites in a hive 

Strips can be used in a hive for up to 8 weeks 

Will not give sub-lethal dose during 8 week period—controlled release 
combined with therapeutic dosage, used correctly will not promote 
resistance in mites. 

Proven efficiency from beginning to end of treatment period 

Apistan is that effective that it will resurrect hives that are collapsing from parasitic mite 
syndrome 

Economic to use only two strips per brood nest required 

Long shelf life, For current stock expiry date please enquire 

Apistan is not affected by removal from its packaging and can be 
repacked for use if necessary. 

Packed 10 to sealed foil pouch, 10 pouches per carton=100 strips 


For more information on these 
products go to the Vita Europe 
website 
www. vita-europe.com 


